On 10/25/2022 @ approximately 6:00 p.m. Natalie Gilstrap was moving the locked ballot box to a secure 
overnight location and the ballot box caught on the door frame and broke a zip lock on one side. This 
incident was witnessed by Kyana Hayes. 
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Dated this 26" day of October 2022. 
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